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Contract So. K-fefi 
laeadeeat Ho. 3 


fho totfelace toasdatioa tor Jisdlct&X . 1QC - Q 

Bduc&tion and jjsseayeb ^ ^ 

4800 Gibson Boulevard, S« fi» 

Alto^pergue, Hew Mexico 

Oaatlesses; 

1. IMs document constitutes /tosidaeut «to, 8 to Contract 
Ho. St- 856 , dated 27 March 195*5, between fhe Lovelace fbu&d&tloa 
for Medical Mueatim and Research and toe United ©bates Severn- 
sast. 


2, Pursuant to toe clause of' tola osoimet entitled ''(SMJKSS3 ' 
and mutual agreement between toe parties hereto, toe contract la 
aaended la certain particulars m toUovss 

Section A, entitled " Outline of dtaleel Syaatmtien , 
i n c luding Stoedulee I toreato fTfOSswe^TSliaSSf'' tSTSilj ' 
a M wAww t s, wwfi»<w * Section A. CUnies! 3&cmiaatlcaa - In 
APPEEDXX A attached to A ase cda e nt !fe, $ to "tot# «s»fei'iii7"®ad shall 
apply' to examinations jperforsaed on cad after 28 June 1959» 

J. All other term and conditions of Contract Ho. 8-856, &e 
awssadcl, remain imehanged. 

%. Please indicate year receipt of tola A ac adaeat Ho* 8 
and your acceptance thereof by executing toe original and too copies 
of tola toewtoinb. Heinra-toe fully executed original cad ewe copy 
thereof to toe \md«rsiga*d and retain toe remaining copy tor your 
files. 


Tesy truly yours. 
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